From: 

Sent: 

To: 

Subject: 


Walsh, Paul (DPH) 

Tuesday, May 24, 2011 3:43 PM 
Hanchett, James (DPH) 

RE: Surplus Equipment 


I mailed out the formal request, I will contact you once approved for discard. Will the UMass staff dispose when the time 
comes ? 


From: Hanchett, James (DPH) 

Sent: Tuesday, May 24, 2011 10:22 AM 
To: Walsh, Paul (DPH) 

Subject: RE: Surplus Equipment 

Paul, 

The equipment is worthless. 


From: Walsh, Paul (DPH) 

Sent: Tuesday, May 24, 2011 10:02 AM 
To: Hanchett, James (DPH) 

Subject: RE: Surplus Equipment 

John if we call it all worthless we can get approval in a week or so. 

Anything greater than worthless the items will need to be posted with OSD 
on the surplus site for 90 days. Your call ... 


From: Hanchett, James (DPH) 

Sent: Tuesday, May 24, 2011 9:59 AM 
To: Walsh, Paul (DPH) 

Subject: Surplus Equipment 

Hi Paul, 

Attached is the Surplus Property Form. I would like to get rid of this junk in the next few months. 
Printers don’t work and instruments are too old to get service. 

Thanks, 


Jim Hanchett 
Amherst Drug Lab 
Room N251 Morrill I 
637 North Pleasant Street 
Amherst, MA 01003 
Phone 413-545-2607 
Fax 413-545-2608 
Cell 413-459-3023 
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